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-9109060078 Safety evaluation supporting amends 146 & 141 to licenses DPR-31 &
DPR-41 .respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/26. 9pp.
59024:333-59024:341.

9109050037 Informs that use of code case N-468 for facilities denied. Sufficient bases
did not exist to endorse code case N-468 for inclusion in Reg Guide 1.84, "Design &
Fabrication Acceptability ASME Section III.Div 1."

NORRIS.J.A. Project Directorate II-2. 91/08/27. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 59009:254-59009:255.

9109160009 Informs that changes to topical QA rept consistent w/ provisions of
lOCFRSO.App B requirements 1 acceptable.

GIBSON.A.F. Region 2 (Post 820201). 91/08/27. GOLDBERG.J.H. Florida Power &
Light Co. 5pp. 59096:288-59096:293.

9109060180 Summary of 910613-14 meeting w/B&W Owners Group on lead plant app
G analysis on 910613 & 14. List of attendees & handouts encl.
AULUCK.R.   Project  Directorate   II-2.   91/08/30.   Project   Directorate   H-2.   85pp.
59015:198-59015:281.

9109120178 Requests listed addl info re B&W Owners WF-70 program & App G analy-
sis.

AULUCK.R. Project Directorate H-2. 91/09/05. GOLDBERG.J.H. Florida Power & Light
Co. 3pp. 59100:317-59100:319.

9109180166 Summary of 910718 meeting w/util in Rockville.MD re status of outage ac-
tivities at facility & licensing activities under util Corporate Nuclear Licensing Group.
AULUCK.R.. NORRIS.J.A. Project Directorate 11-2. 91/09/12. Project Directorate 11-2.
2pp. 59133:351-59133:352.

9109190258   Forwards   unsatisfactory   performance   testing   incident   repts,   per
lOCFR26.Test specimens submitted to Roche Biomedical Labs for evaluation.
BOHLKE.W.H. Florida Power & Light Co. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 22pp. 59201:313-59201:338.

9109250259 Application for amends to licenses DPR-31 & DPR-41 .revising snubber
visual insp surveillance requirements & acceptance criteria in accordance w/guidance
provided in Generic Ltr 90-09.

BOHLKE.W.H. Florida Power & Light Co. 91/09/17. Document Control Branch (Docu-
ment Control Desk). 3pp. 59208:210-59208:223.

-9109250265 Proposed tech specs 3/4.7.6, "Snubbers." revising snubber visual insp
surveillance requirements.

*  Florida Power & Light Co. 91/09/17.11pp. 59208:213-59208:223.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049. "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9109100152 Forwards insp repts 50-250/91-26 & 50-251/91-26 on 910708-12 & notice
of violation.

STOHR.J.P. Region 2 (Post 820201). 91/08/16. GOLDBERG.J.H. Florida Power &
Light Co. 4pp. 59023:079-59023:113.

-9109100167 Notice of violation from insp on 910708-12.Violations noted: licensee did
not label onsite storage cask containing radioactive mat! in excess of 10CFR20 app C
limits.w/ adequate info.
STOHR.J.P. Region 2 (Post 820201). 91/08/16. 3pp. 59023:083-59023:085.

-9109100297  Insp  repts  50-250/91-26  &  50-251/91-26  on  910708-12.  Violations
noted.Major    areas    inspected:radiation    protection    program    review    of    HP
activities.including program organization & staffing & mgt & administrative controls.
KUZO.G.B.. TESTA.E.D., POTTER.J.P.  Region 2 (Post 820201). 91/08/13. 28pp.
59023:086-59023:113.

9109100213 Forwards insp repts 50-250/91-24 & 50-251/91-24 on 910622- 0726.No
violations noted.

SINKULE.M.V. Region 2 (Post 820201). 91/08/16. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 59023:049-59023:065.

-9109100223 Insp repts 50-250/91-24 & 50-251/91-24 on 910622-0726.No violations
noted.Major areas inspected:monthly surveillance observations.monthly maint
observations.operational safety, mgt meeting & plant events.

BUTCHER.R.C., SCHNEBLI.GA, TROCINE.L Region 2 (Post 820201). 91/08/16.
14pp. 59023:052-59023:065.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. ofNew York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109100059 Forwards insp rept 50-250/91-28 & 50-251/91-28 on 910729- 0802.No vio-
lations noted.

JULIAN.C.A. Region 2 (Post 820201). 91/08/22. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 59021:123-59021:132.

-9109100065 Insp repts 50-250/91-28 & 50-251/91-28 on 910729-0802.No violations
noted.Major areas inspectedrreview of completed inservice insp exam
records.augmented insp.evaluations & disposition of exam findings & review of radio-
graphic film.

COLEY,J.Lf   BLAKE.J.J.   Region   2   (Post   820201).   91/08/16.   7pp.   59021:126-
59021:132.

9109100135 Forwards insp repts 50-250/91-22 & 50-251/91-22 on 910617-0707.NO
violations or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 91/06/29. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 59022:211 -59022:221.

-9109100162 Insp repts 50-250/91-22 & 50-251/91-22 on 910617-0707.No violations
or deviations noted.Major areas inspected: licensee preoperational test activities asso-
ciated w/EPS enhancement project at plant

HUNT.M.D.. SHYMLOCK.M.B. Region 2 (Post 820201). 91/08/28. 9pp. 59022:213-
59022:221.

9109050085 Forwards changes to Rev 0 to physical security plan.per discussions w/
NRC during preoperational insp of security sys.EncI withheld (ref 10CFR2.790(a)(3) &
73.21).

PLUNKETT.T.F. Florida Power & Light Co. 91/08/30. Document Control Branch (Doc-
ument Control Desk). 1p. 59030:338-59030:338.

9109100255 Forwards insp repts 50-250/91-27 & 50-251/91-27 on 910729-0816.No
violations identified.

BLAKE.CA Region 2 (Post 820201). 91/08/30. GOLDBERG.J.H. Florida Power &
Light Co. 3pp. 59023:040-59023:047.

-9109100272 Insp repts 50-250/91-27 & 50-251/91-27 on 910729-0816. No violations
noted.Major areas inspected:d-c distribution sys.

FILLION.PJ., SHYMLOCK.M. Region 2 (Post 820201). 91/08/28. 5pp. 59023:043-
59023:047.

9109120108 Ack receipt of 881006,1219 & 900509 responses to NRC Bulletin 88-009.
"Thimble Tube Thinning." Util actions fully responded to issues in bulletin & accepta-
ble.

AULUCK.R: Project Directorate II-2. 91/09/06. GOLDBERG.J.H. Florida Power & Light
Co. 2pp. 59104:134-59104:135.

9109170074 Responds to NRC Itr re violations noted in insp repts 50-250/91-26 & 50-
251/91-26.Corrective actions:increased supervisory attention to radioactive mat! con-

trols using supervisor tour concept.
GOLDBERG.J.H. Florii'    ~

Florida Power & Light Co. 91/09/12. Document Control Branch
(Document Control Desk). 10pp. 59126:343-59126:352.

9109250022 Notification of contract execution: "Design Validation Insp Follow-up
(DVIFU). - Turkey Point." awarded to AECL Technologies.

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1528-1.
91/09/13. SCHWINK.W.S. Program Management. Policy Development & Analysis
Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
59207:036-59207:038.

-9109250024 Ltr contract NRC-03-90-031,awarding task order 23 to "Design Validation
Insp Follow-up (DVIFU). - Turkey Point."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-90-031. 91/09/
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:037-59207:038.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109250259 Application for amends to licenses DPR-31 & DPR-41,revising snubber
visual insp surveillance requirements & acceptance criteria in accordance w/guidance
provided in Generic Ltr 90-09.

BOHLKE.W.H. Florida Power & Light Co. 91/09/17. Document Control Branch (Docu-
ment Control Desk). 3pp. 59208:210-59208:223.

-9109250265 Proposed tech specs 3/4.7.6, "Snubbers," revising snubber visual insp
surveillance requirements.
* Florida Power & Light Co. 91/09/17. 11pp. 59208:213-59208:223.

R. Periodic operating reports & related correspondence

9109090213 "Semiannual Radioactive Effluent Release Rept for Jan-June 1991 for

Turkey Point Units 3 & 4." W/910827 Itr.
QUINN.S..

STEINKE.R.N., PLUNKETT.T.F.  Florida Power &  Light Co.  91/06/30.
485pp. 59054:014-59054:319.

9109100250 Rept on changes.tests & experiments made w/o prior Commission approv-
al for period 900701-910630.W/910830 Itr.
PLUNKETT.T.F. Florida Power & Light Co. 91/06/30. 150pp. 59061:039-59061:225.

9109170245 Monthly operating repts for Aug 1991 for Turkey Point Units 3 & 4.W/
910911 Itr.

TIERNEY.R.A., PLUNKETT.T.F. Florida Power & Light Co. 91/08/31. 9pp. 59121:084-
59121:092.

9109300197 Forwards Aug 1991 6-month integrated schedule regulatory rept reflecting
info updated since Feb 1991 rept.

PLUNKETT.T.F. Florida Power & Ught Co. 91/09/24. Document Control Branch (Doc-
ument Control Desk). 21 pp. 59260:128-59260:148.

S. Reportable

s, LERs & related correspondence

9109160073 LER 91-005-00:on 910809.containment & control room ventilation sys iso-
lated w/both units defueled.Caused by personnel error.Const personnel working in
control room immediately removed from jobs for training.W/910906 Itr.
POWELL.D.R.. PLUNKETT.T.F. Florida Power & Light Co. 91/09/06. 5pp. 59127:020-
59127:024.

DOCKET 50-254 QUAD-CITIES STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9109180112 "Exercise Rept Quad Cities Nuclear Station Comm Ed Joint Exercise."

*  Federal Emergency Management Agency. 91/07/29. 102pp. 59134:304-59135:044.

9109050151 Revised EPIPs.including rev 8 to CEPIP 3101-01, "Environ Sample Collec-
tion Procedures for Air.Water.Soil.Vegetation, Milk & Snow." rev 9 to CEPIP 3102-01,
"Survey techniques for Station Ground Containment...," & rev 4 to CEPIP 3103-01.

*  Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024.to licenses DPR-31 & DPR-41 respectively revisina
